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STATEMENT OF WORK 
(Continued) 

ADDITION OF RIGHT- LEFT SWITCHING TO 
SYSTEM 4 AND THE "M" RACK 

Item Description 

7 Design and develop modifications to the 
System 4 Test Set to incorporate the provisions 
referenced in Item 1. 

8 Fabricate, test, package, and deliver one (1) 
field modification kit for the System 4 Improvised 
Test Set, incorporating the modifications 
referenced in Item 1. 

9 Incorporate into the basic design of three (3) 
System 4 Test Sets the. modifications referenced 
in Item 1 . 

10 Prepare and deliver, as necessary, revisions 

to the instruction guides for System 4 and the 
"M” Rack. 
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